"BAD WATER"—This shallow pool of water, 
heavy with salt, soda and other chemicals, 
marks the lowest point (279.6 ft. below sea 
level) in the Western Hemisphere. It is 17 
miles south of Furnace Creek on the edge of 
the floor of Death Valley. It is often referred 
to as the basement of America. It is one of 
Death Valley's exclusive attractions. 
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